4:4 


[A] [On a festival day] they do not hollow out [a lump of clay to make] a 


lamp, 


[B] because one thereby makes a utensil. 


[C] And one does not make charcoal [on a festival day]. 


[D] And they do not chop a wick into two. 


[E] R. Judah says, “One severs it with a flame [between two lamps].”’ 


[1:1 A] 


[B] 


[C] 


[D] 


[I:2 A] 


[B] 
[C] 
[D] 
[E] 
[F] 


[G] 


It has been taught: As to sealed stew-pots, if one made them on the 
eve of the festival. he should not break; them open on the festival 
because it is as if on the festival day itself he prepares a utensil fur 
use [T. 3:1 3C]. 


There we have learned: As to Ironian stew pots, they are 
insusceptible to uncleanness when located in the tent of a corpse, 
but they are susceptible to uncleanness when carried by a Zab. 


R. Eleazar bar Sadogq says, “Also, when they are carried by a Zab, 
they are insusceptible to uncleanness [and remain clean], for the 
process of manufacturing them is not yet complete until they are 
cracked open” [M. Ed. 2:5H-L]. [In line with M. 4:4A-B, the still 
sealed stew pot is not yet a utensil; in Eliezer’s view that is the fact as 
well. Consequently, we ask:] 


The opinion of an individual here accords with the anonymous [and 
therefore collective| view there, and the opinion of an individual there 
[Eleazar s] accords with the collective opinion here. 


R. Ba in the name of R. Judah: “As to a log [that is burning], one puts 
it near a wall so that it will not be consumed [and it will go out by, 
itself against the wall].” 


It has been taught: They do not extinguish a log in order to save it. 
But if it is so as not to allow the house to fill up with smoke, 

or so that it will not burn what is cooking in the pot, 

it is permitted [to do so] [T. Y. T. 3:13]. 


Said R. Hananiah, “That applies when there is no open air. But if there 
is open air [available], one throws the log out into the air. and that 
suffices.” 


Said R. Nisa, “And is that so? Do we rule in that way,? [It is similar 
to] eye-coloring [which one may not use for coloring the eyes on the 


